
Charleston 

Coliseum 

- ♦ - 

Convention Center 

West Virginia 


Invoice 

Date: 30-Aug-18 

Invoice#: 0818-18 


To: Sean Dollman 

sdollman@donaldtrump.com 
Donald J. Trump for President, Inc. 



Charges for Donald Trump Rally - August 21, 2018 

All credit card payments are subject to a 3% processing fee. 

Description Unit Price 


Coliseum 

$ 

6,500.00 

Parlor A (Aug. 20-21,2018) 


300.00 

8' Pipe & Drape (per ft.) 


2.50 

3' Pipe & Drape (per ft.) 


1.50 

20’ Pipe & Drape (per ft.) 


20.00 

Bike Rack 


10.00 

Fork Lift 


100.00 

Wall Damage - Two Location 


600.00 

Uplighting - Round Table Room 


20.00 

T-1 Line 

\ oct JA®* 

200.00 

Phone Lines 

8' Tables Covered & Skirted 

i 150.00 

\ 22.50 

8' Tables 

Stage 

Drayage 

\ 8.50 

J 1,280.00 
200.00 

Security (per hr.) 


17.00 

PA System 


200.00 

Ribbon Board 


250.00 

3 Fire Inspectors, 3 Med Teams, 

2 Ambulances 

2,336.00 

Union Technicians 


15,640.38 

Ushers & Ticket Takers (per hr.) 


14.00 



Subtotal 



7% Sales Tax 


Capital Improvement Fee 



Deposit 



Total 


Line Total 


6,500.00 

600.00 

1,775.00 

30.00 

6,800.00 

1,660.00 

200.00 

600.00 

80.00 

1 , 000.00 

1,050.00 

427.50 

306.00 

1,280.00 

200.00 

629.00 

200.00 

250.00 

2,336.00 

5,640.38 

1,974.00 

43,537.88 


100.00 

43,637.88 


If payment is not received within 15 days of the invoice date, a penalty of 1.5% per month will be added to your total. 

Make checks payable to Charleston Civic Center 
200 Civic Center Drive | Charleston, WV 25301 


THANK YOU FOR YOUR BUSINESS! 


Vs. 









Charleston 

Coliseum 

Convention Center 

West Virginia 


Invoice 

Date: 11-Oct-18 

Invoice#: 1018-08 


Sean Dollman 

sdollman@donaldtrump.com 
Donald J. Trump for President, Inc. 


Qty. 

1 


Additional Charges for Donald Trump Rally - August 21, 2018 

All credit card payments are subject to a 3% processing fee. 

Description Unit Price 

Generator Load Test - Requested by Secret Service $ 1,685.00 


Line Total 

1,685.00 


i RECEIVED 

OCT 2 3 2018 

I .miiojk..-. 


Subtotal $ 1,685.00 

7% Sales Tax 
Capital Improvement Fee 
Deposit 

Total $ 1,685.00 


If payment is not received within 15 days of the invoice date, a penalty of 1.5% per month will be added to your total. 


Make checks payable to Charleston Civic Center 
200 Civic Center Drive | Charleston, WV 25301 


THANK YOU FOR YOUR BUSINESS! 













